PlugLink 



USB / Ethernet Wall Mounts 



Just Plug In 




Plug In and 
Be Connected 

Turn Every Outlet Into Network Access Point. 




Connect to 
Any Outlet 




Always On [ 
and Secure 


M 


R e 


i a b 1 e 






USB Wall Mount 
PL9730-USB 



Pays for Itself 



Affordable 




Ethernet Wall Mount 
PL9620-ETH 




The Asoka™ PlugUnk™ USB and Ethernet Wall Mounts offer a convenient 
way to create a simple network through the existing electrical wiring of 
a home or office. Simply plug into a power outlet and instantly share 
Internet access, documents, mp3s, videos, pictures, even printers and 
fax machines. 

The Wall Mounts are ideal for anyone who wants to have a 
network but doesn 't want the clutter of messy wiring lying 
around the home or office. They are also perfect for indi- 
viduals who like to work throughout the home or office 
and individuals who relocate often. The Wall Mounts offer 
a flexible solution that doesn't tie you to one permanent 
location. It is truly the ultimate long-term investment 
with nominal cost 

Extending an existing network has never been easier. 
The Wall Mounts can Intemperate In conjunction with 
Ethernet, Wireless (WiFi), or Home Phone Network Access 
(HPNA) networks. Use the Wall Mounts to reach the areas 
where your existing network cannot 
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PlugLink" 



USB / Ethernet Wall Mounts 



USB 

Wall Mount 
PL9720-USB 




Ethernet 
Wall Mount 
PL9620-ETH 




Benefits 



• Multiple Access 
Points to the Internet 

• Optimal Bandwidth 
for Sharing Internet 
Access 

• No New Wires™ 
Approach 

• Automatically detect 
and correct errors 

• Secured Network 

• Reliable and 
Dependable 



Features 

• Up to 14 Mbps of Data Transmission 

• Operates on Existing Electric Wiring 

• Built-in Quality of Service (QoS) and Data Error Detection Technologies 

• Built-in 56-bit DES Encryption 

• Up to 1,000 meters (3,300 feet) in distance 

• Easy Set-up and Installation 

• HomeP!ug ,M Certified 
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Use PlugLink products to create a scaleable network. They work up 
to 1,000 meters (3,300 feet) In distance and connect with multiple 
networking devices. 



Specifications 



Standard Compliance 


LED Status Lights 


Safety & EMI 


• Homoplug power line vl .01 

• Windows 2 98 5E, 2000, ME f 


USB Collision.. Link, Activity 


FCC pari IS. UL (US and Canada) 


XP Compatible ETH Power, Collision, Link, Activity 


Operating Temperature 


•IEEE 802.3 


Environmental: 


32°Ftol3l°F (0°C to 55°C) 


Protocol 


Dimensions (LxWxH) 


Storage Temperature 


TCP/IP 


USB 7.5x4.75x2.5on 


-4 0 Ftol58°F(-20°C to 70°C) 


Interlace 


ETH 9,5x6.5x4cm 


Operating Humidity 


USB (8 Type}/ ETH (RJ-45) 


USB Cabled) /Ethernet 


10% to 85% Non-condensing 


Speed 


6' 


Storage Humidity 


Up to 14Mbps 


Weight 


5% to 90% Non-condensing 


Cabling Type 


USB 0.25 lbs 


• USB / Ethernet cable 


ETH 0.50 lbs 






Power Input 


HonrPlug 




110V 


Cf*ririto 
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